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No Change Reported 
In Nixon’ s Condition 

; LONG BEACH, Calif., ■ 
;Sept. 29 >(AP) 1— (Former 
"President '.Nixon j wound 
up his first week in the 
hospital today with no re- 
ported change in his con- 
dition since Friday. Firs. 
Nixon said Saturday he 
was feeling much better. 

Mr. Nixon’s doctor said 
he- would issue the next 
medical report at midday 
Monday. 

Dr. John C. Lungren 
said Friday that Mr. Nixon 
was responding satis- 
factorily to the anticoagu- 
lant drug therapy he has 
been receiving since enter- 
ing Memorial Hospital 
Medical Center last Mon- 
day .for treatment of a 
vein inflammation in his 
left leg and a small blood 
clot in his right lung. 


